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Message Text 


UNCLASSIFIED 

PAGE 01 ROME 12224 282359Z 

70 

ACTION OES-06 

INFO OCT-OI EUR-I2 ISO-00 AGR-IO EB-07 FEA-01 COME-00 

SSO-00 /037 W 

051470 

0 281654Z JUL 76 
FM AMEMBASSY ROME 
TO SECSTATE WASHDC IMMEDIATE 9115 
INFO AMCONSUL MILAN 

UNCLAS ROME 12224 

DEPT EOR OES/SCI -MR.SPIELMAN 

DEPT PASS TO AGRICULTURE -MR.ROBERT LONG, ASST.SECRETARY 
MR. GALE SEDGWIC K AND DAVID HUME FAS 

ME.O. 11652: N/A 
TAGS: SENVITUS 

SUBJ: EXPLOSION OF LETHAL GAS IN LOMBARDY 

REE: ROME 11893; ROME 11963; ROME 11966; ROME 12016; STATE 
182710, STATE 183388 

EMBASSY CONCURS REQUEST BY ITALIAN MINISTER OF HEALTH DEL FALCO 
AS TRANSMITTED BY PROF.VANNUGLI, DIRECTOR, INTERNATIONAL LIAISON 
MINISTRY OF HEALTH , THAT DR.PHILIP KEARNEY BE REQUESTED FLY 
ROME ASAP TO PROVIDE ASSISTANCE RE LOMBARDY CHEMICAL PLANT INCIDENT. 
VOLPE 


UNCLASSIFIED 
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Message Attributes 


Automatic Decaptioning: X 
Capture Date: 01 JAN 1994 
Channei indicators: n/a 
Current Classification: UNCLASSIFIED 

Concepts: DISASTER RELIEF, PERSONNEL, MEDICAL CARE, VISITS 

Control Number: n/a 
Copy: SINGLE 
Draft Date: 28 JUL 1976 
Decaption Date: 01 JAN 1960 
Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1976ROME12224 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D760292-0594 
From: ROME 

Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1976/newtext/t1 976071 3/aaaaalga. tel 

Line Count: 43 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION OES 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 

Reference: 76 ROME 11893, 76 ROME 11963, 76 ROME 11966, 76 ROME 12016, 76 STATE 6 

Review Action: RELEASED, APPROVED 

Review Authority: ElyME 

Review Comment: n/a 

Review Content Flags: 

Review Date: 01 JUN 2004 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <01 JUN 2004 by chengls>; APPROVED <10 NOV 2004 by ElyME> 

Review Markings: 

Margaret P. Grafeld 
Declassifled/Released 
US Department of State 
EO Systematic Review 
04 MAY 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: EXPLOSION OF LETHAL GAS IN LOMBARDY 
TAGS: SENV, IT, US, (KEARNEY, PHILIP) 

To: STATE 
Type: TE 
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